Kopak Gravure Copy Film for faded or low- 
contrast originals. 


Kopak Contrast Process Ortho Film for 
black-and-white line originals or those with 
yellow, light-blue or green backgrounds. 


Kopak Contrast Process Pan Film for sharp 
separations of light and dark tones in color 
or black-and-white originals. 


Kopak High Contrast Copy Film for high- 


reduction copying such as microfilming. 


All available in sizes to suit your needs. 


ACTON’S CAMERA SHOP 
413 No. 19th Street 
Birmingham 3, Alabama 
Phone 323-7103 


3-508 Kopar is a trodemork 


